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Problem 

When RUNCOBOL (MOD l/lll) attempts to call an independent segment overlay, 
it will have a LOAD FAIL ERROR message and return to DOS. RUNCOBOL is 
unable to load and execute the machine language program (independent 
segment) and is forced to return to DOS. 


* * 


THE FOLLOWING PATCHES ARE REQUIRED ! 


* * 


Solution 


The following patches will correct the problem: 


PATCH RUNCOBOL/CMD (ADD= 
PATCH RUNCOBOL/CMD (ADD= 
PATCH RUNCOBOL/CMD (ADD= 
PATCH RUNCOBOL/CMD (ADD= 
PATCH RUNCOBOL/CMD (ADD= 
PATCH RUNCOBOL/CMD (ADD= 
PATCH RUNCOBOL/CMD (ADD= 
PATCH RUNCOBOL/CMD (ADD= 
PATCH RUNCOBOL/CMD (ADD= 
PATCH RUNCOBOL/CMD (ADD= 
PATCH RUNCOBOL/CMD (ADD= 
PATCH RUNCOBOL/CMD (ADD= 
PATCH RUNCOBOL/CMD (ADD= 


'9DB8,FIND=CD11AEC2419F,CHG=000000000000) 
=9DC4,FIND=2A,CHG=21) 

AD0D,FIND=19,CHG=09) 

ACFE,FIND=D60A,CHG=C318) 

AD00,FIND=30,CHG=9A) 

9A18,FIND=00000000,CHG=FE0ADA04) 

9A1C,FIND=00000000,CHG=ADD61IDA) 
9A20,FIND=00000000,CHG=11ADFE06) 

9A24,FIND=000000000000,CHG=D211ADC302AD) 
9B65,FIND=2A69AE4E23,CHG=46ED43D1AF) 
9B6A,FIND=46ED43D1AF,CHG=CD8CA8205C) 
9DCB,FIND=489F,CHG=D49D) 

9B60,FIND=CD8CA82066,CHG=2A69AE4E23) 






















